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ORIGIN ERDA-07 

INFO OCT-01 10-10 ISO-OO OES-05 /023 R 
66617 

DRAFTED BY: USERDA:IP:IAEA:JEAMMONS 
APPROVED BY: OES/NET - M. KRATZER 
IO/SCI/L.CAVANAUGH 

097953 

R 280142Z JUN 75 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 152448 

E.O. 11652: N/A 
TAGS: TECH, IAEA 

SUBJECT: IAEA/US SPECIALISTS' MEETING OON CONTROL ROOM DESIGN, 

SAN FRANCISCO, JULY 22-24, 1975 

1. IN CONNECTION SUBJECT MEETING TO BE HELD IN U.S. IN CONNECTION 
INTERNATIONAL WORKING GROUP ON NUCLEAR POWER PLANT CONTROL AND 
INSTRUMENTATION, ERDA AIR MAILING TO MISSION FOR TRANSMITTAL TO 
AGENCY LIST OF TWENTY-EIGHT PARTICIPANTS AND THIRTEEN OBSERVERS 
FROM U.S. 

2. INVITATIONS OR RELATED PAPERS SHOULD BE SENT DIRECTLY TO 
PARTICIPANTS. ASSUME AGENCY WILL HAVE NO OBJECTION THIS PROPOSED 
U.S. PARTICIPATION. CONFIRM. INGERSOLL 
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